
Big Horn Hot Spring.yiowing 18.600,000 gal. every 24 hours- 135°. 


Published by Bloom Brothers Company tor K. Lindstad. Thermopohs. Wyo. 
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In the Wind River Canyon 
near Thermopolis. 


THERMOPOLIS, WYOMING 



BIRD’S EYE VIEW OF THERMOPOLIS, AND BIG HORN HOT SPRINGS. 
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BIG HORN HOT SPRINGS, LOOKING EAST. 
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COUNTY HIGH SCHOOL. 



COUNTY HIGH SCHOOL. 



FREE STATE BATH HOUSE. 








HOT WATER FOUNTAIN. 







CHIEF WASHAKIE. 




